2020 Red Sox Non-Premium Single Game Ticket Prices (Average Across Entire Season) 


Seating Section 

2019 

Average 

2020 

Average 

Price 

Change 

Field Box (Sections 17-70, Rows A-E) 

$161.14 

$163.91 

$2.77 

Field Box (Sections 17-70, Rows F-M) 

$154.14 

$156.07 

$1.93 

Field Box (Sections 9-16 & 71-82) 

$143.14 

$143.99 

$0.85 

Loge Box (Sections 103-155) 

$118.14 

$119.06 

$0.92 

Sam Deck Tables* 

$104.14 

$106.99 

$2.85 

Loge Box (Sections 98-102 & 156-165) 

$105.14 

$105.80 

$0.66 

Pavilion Box 

$96.14 

$96.81 

$0.68 

Sam Deck Barstools 

$90.53 

$90.95 

$0.42 

Pavilion Reserved 

$80.53 

$80.78 

$0.25 

Grandstand (Sections 13-27, Rows 1-10) 

$69.53 

$70.96 

$1.43 

Right Field Box (Rows A-N) 

$68.53 

$70.38 

$1.85 

Grandstand (Sections 13-27, Rows 11-19) 

$65.53 

$66.38 

$0.85 

Right Field Roof Box 

$64.53 

$65.37 

$0.84 

Grandstand (Sections 11-12 & 28-31, Rows 1-10) 

$61.53 

$62.96 

$1.43 

Right Field Box (Rows BB-XX) 

$60.53 

$61.38 

$0.85 

Grandstand (Sections 11-12 & 28-31, Rows 11-18) 

$59.53 

$60.38 

$0.85 

Right Field Terrace 

$60.53 

$59.75 

($0.78) 

Tully Tavern 

$55.53 

$55.62 

$0.09 

Outfield Grandstand (Rows 1-10) 

$40.53 

$41.63 

$1.10 

Bleachers (Sections 40-43, Rows 1-19) 

$40.53 

$41.63 

$1.10 

Outfield Grandstand (Rows 11-19) 

$38.53 

$38.79 

$0.26 

Bleachers (Sections 39-43, Rows 20-45 & Sections 34-38, Rows 1-26) 

$37.53 

$38.79 

$1.26 

Bleachers (Sections 39-43, Rows 46-50 & Sections 36-38, Rows 27-40) 

$30.38 

$33.37 

$2.99 

Sam Deck Standing Room 

$30.38 

$33.37 

$2.99 

Right Field Roof Box Standing Room 

$30.38 

$33.37 

$2.99 

Pavilion Level Standing Room 

$25.38 

$30.00 

$4.62 

General Standing Room 

$21.14 

$25.86 

$4.72 


*Sam Deck table prices listed above exclude the $25 food & beverage credit that is added to the ticket price 




